23 March 1954 


Lakehead Amateur Radio Club 


The last regular meeting of the L.A.R.C. was held in the Club 
Rooms, Court House Building, in Fort William, Tuesday evening, 
March 23, 1954 at 8:00 pm. 


A motion that the minutes of the last meeting be adopted was 
made by Pat O'Shea —- VE3FW and seconded by Ted Dunderdale - 
VE3BBO. Carried. 


Ted Dunderdale —- VE3BBO made the suggestion that the antenna 


be put over the parapet about six feet over the west side of the 
building. 


Seven members present were: 


Al Fulton - VE3AKI, George Wolfe — VE3BAB, 
Pat O'Shea —- VE3FW, Herman Dalman —- VE3DJD; and 
Bert Brown —- VE3BHT, Peter Boyle —- VE3DPJ 


Ted Dunderdale - VE3BBO, 


The meeting took the form of a very interesting general 
discussion. 


Motion to adjourn was made by Ted Dunderdale - VE3BBO and 
seconded by Herman Dalman — VE3DJD. 


Signed: 


Peter Boyle —- VE3DPJ 
Secretary-Treasurer 
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